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PAGE 01 NATO 03250 101402Z 
44 

ACTION EUR-25 

INFO OCT-01 ISO-OO AEC-11 AID-20 CEA-02 CIAE-00 CIEP-02 

COME-OO DODE-OO EB-11 FEAE-00 FPC-01 H-03 INR-10 

INT-08 L-03 NSAE-00 NSC-07 OMB-01 PM-07 RSC-01 SAM-01 

SCI-06 SP-03 SS-20 STR-08 TRSE-00 HEW-08 DOTE-OO 

CEQ-02 EPA-04 IO-14 ACDA-19 PA-04 PRS-01 USIA-15 

SAI-01 HUD-02 DRC-01 /222 W 

096908 

R 101338Z JUN 74 
FM USMISSION NATO 
TO AMEMBASSY PARIS 
INFO SECSTATE WASHDC 6212 
AMEMBASSY BRUSSELS 
AMEMBASSY LONDON 

UNCLAS USNATO 3250 

E.O. 11652: N/A 
TAGS: SENV, NATO 

SUBJ: CCMS: ENERGY CONSERVATION (BUILDINGS)-VISIT OF DR. 
MAXINE SAVITZ, FEO, AND MR. P. ACHENBACH, NATIONAL 
BUREAU OF STANDARDS 

REF: STATE 118485 

REQUEST EMBASSY PARIS INFORM DR. SAVITZ AND MR. ACHENBACH 
THAT MISSION CCMS OFFICER SANDERS LOOKS FORWARD TO 
MEETING WITH THEM AT NATO JUNE 17 PER REFTEL. ALSO 
ARRANGING MEETING FOR THEM WITH NATO ASSISTANT SECRETARY 
GENERAL OZDAS. SANDERS' OFFICE PHONE AT NATO IS 41-00-40, 

EXT. 5816; HOME PHONE IS 31-42-10. REQUEST VISITORS 
CALL FIRST THING MONDAY MORNING. MCAULIFFE 

UNCLASSIFIED 

« END OF DOCUMENT » 
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